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Our Lady of Charity 


COURTESY OF NEVILLE PUBLIC MUSEUM OF BROWN COUNTY 

The Our Lady of Charity refuge and monestary, 918 Porlier St., was razed in 1963. 
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St. Vincent Hospital's public parking structure on Porlier Street. 


St. Vincent Hospital’s public parking ramp stands on the site of the Our Lady of Charity 

refuge and monastery, 918 Porlier St., in Green Bay. 

The order moved its home for troubled girls to a 30-acre site at 2640 West Point Road in 

1963. The site on Porlier Street was razed the same year. 

In an interview with the Green Bay Press-Gazette, Sister Emanuel, the director of the 
home at the time, described the 60 girls who lived at the refuge as “unwanted and unloved 
girls who have no basic values or perspective to judge what is right or wrong, good or bad ... 
Many have deep emotional scars, have failed in their behavior, in school, and have failed to 

get along with others.” 

The order was founded 1641 by St. John Eudes in Caen, France. 
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